To: heather.drissel@state.co.us[heather.drissel@state.co.us] 

Cc: patrick.j.pfaltzgraff@state.co.us[patrick.j.pfaltzgraff@state.co.us]; Grantham, 

Nancy[Grantham. Nancy@epa.gov] 

From: Liane Jollon 

Sent: Mon 9/21/2015 8:28:41 PM 

Subject: FW: THIS IS A TEST - GKM Email Notification System 

qkm alertandnotificationplan9 7 2015.pdf 


Hi Heather. 

Attached, per your request. 

FYI, Pat Pfaltzgraff was looped in, i.e. on call down & email list and requested that CDPHE 
Spill Report line be added to call down list for additional redundancy. 

Nancy Grantham, EPA, (cc’d) can provide addl info re: EPA Dec 15 timeline for comprehensive 
watershed communications plans. 

Please let me know if you need anything else. Great to talk to you! 


Liane Jollon, RN 

Executive Director 

San Juan Basin Health Department 

281 Sawyer Dr 

Durango, CO 81303 

o, 970-335-2036 

liollon@sibhd.org 

visit us at: sibhd.org 


From: Gray, David [mailto:gray.david@epa.gov] 
Sent: Friday, September 11, 2015 3:24 PM 
Cc: Gray, David 


1805227 


ED 000792 00000903-00001 



Subject: THIS IS A TEST - GKM Email Notification System 


THIS IS A TEST - THIS IS A TEST - THIS IS A TEST - THIS 
IS A TEST - THIS IS A TEST 


Your contact information has been added to the stakeholder 
email notification list for the Gold King Mine Alert and 
Notification Plan. A copy of the plan is attached for your 
information. No action is necessary on your part. 


Thank you, 


Public Information Office 

Incident Command Gold King (ICGK) 

Durango, CO 


1805227 


ED 000792 00000903-00002 



